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JAMES ROSS 
Research' Associate 


EDUCATION 

Completed 3: years’ College of Agriculture, University of Saskatchewan!, 
1981 


EXPERIENCE _ .. 

Research Associate,. Theodor, D.. Sterling and Associates Ltd). 
Vancouver, B-.C. , 198:8 to present. 

Research Technologist.,. Saskatchewan Research Council, 
Saskatoon, Saskatchewan, 11981-19 8 8 . 


PROFESSIONAL AFFILIATIONS 

REDACTED 


TECHNICAL AREAS 

Building Performance Assessment.? 
Indoor Air Quality Evaluation; 
Microbiological Evaluation;. 

Air Pollution Measurement Techniques. 


PUBLICATIONS 

Author- and co-author, of articles, on indoor air quality, building 
performance investigations:, air. quality* measurement, techniques andi 
environmental 1 tobacco, smoke in offices. 
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